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Ordering Options: 


Online Orders: steel-toe-shoes.com 


Phone Orders: 1-866-737-7775 


Purchase Orders: (Corporate Accounts Only) 



Mail Orders: 


Steel- Toe-Shoes, com 

800 Wisconsin St. MB 15 
Building 2, Suite 110 
Eau Claire, Wl 54703 


Payment Options: 


VISA 


DISCOVER^ 

lEXRRESSP NETWORK^ 




AcSitJ SB 


Customer Service Hours 8am-8pm (CST) Mon-Fri. 1-866-737-7775 

See Back Cover for Return Address. Return Instructions are Available Online. 





















CORPORATE 


PROGRAMS 


Call 1-866-737-7775 to Request Your Program Today! 

Instant Setup for Basic Program • Same Day Setup for Business Program 


BASIC PROGRAM 

FEATURES 

SAVINGS : Coupons 

ORDER OPTIONS: Online or Phone 

PAYMENTS: Credit Card, Postal 
Money Order 

SERVICE LEVEL: 8AM - 4PM CST 

Phone, Email 

CUSTOMIZABLE [T] 


BUSINESS PROGRAM 

FEATURES 


SAVINGS : Vouchers, Coupons, 
Discount Billing, Corporate Price Login 

ORDER OPTIONS: Online, Phone, 

Fax, Email 

PAYMENTS: Credit Card, Terms/ 
Billing, Postal Money Order, P-Card, 
ACH (Direct Pay) 

SERVICE LEVEL: 8AM-4PM CST 
Phone, Email, Account Manager 

CUSTOMIZABLE [T] 


VOUCHER 

PROGRAM 


We Offer Both Prepaid 
and Post Pay Vouchers 


PREPAID VOUCHERS: 

• One-Time Purchase of Multiple Cards Saves Paperwork 

• Choose Any Denomination [$50, $75, $100, etc...] 

• Discount Pricing Based on Order Volume 


POST PAY VOUCHERS [Most Popular] 

• No Upfront Cost • You are Billed After the Voucher is Used 

• Choose Any Voucher Denomination 

• Billing Will Be at Your Discounted Rate 



















MEN'S 


METATARSAL GUARD 



CR5587 $184.99 


Carolina Composite Toe 6" Metatarsal Guard Boot • Leather 
Upper • Waterproof SCUBALINER™ • Mesh Lining • Removable 
Double Tuff Polyurethane Footbed • Cement Construction 
• Heavy Duty Slip-Resistant Rubber Outsole • Winged D30® 
Internal Metatarsal Guard • Color - Brown/Black 


Sizes: 8 -12,13,14 (Medium or Wide) 


ASTM COMP 
F2413 TOE 





IRON^AGE 


IA5018 


$119.99 


Iron Age Steel Toe 6" Metatarsal Guard Boot • Leather Upper 
• Moisture Wicking Nylon Mesh Lining • Bootbed™ Dual- 
Layered Memory Foam Removable Footbed • Slip & Oil- 
Resistant Vibram® Rubber Outsole • CushGuard™ Internal Met 
Guard • Quick-Release Elastic with Two Pull-Tabs • Color - 
Brown 


Sizes: 7 -12,13,14,15 (Medium or Wide) 


ASTM 

F2413 




Reebok 


RB7695 $149.99 

Reebok Carbon Toe FLEX-MET® Metatarsal Guard • Leather 
Upper • Moisture-Wicking Nylon Mesh Lining • FootFuel™ 
Injected EVA Removable Cushion Footbed • Zigtech EVA 
Midsole with Rigid TPU Heel Stabilizer • Slip Resistant Rubber 
Outsole • Extra Wide Toe • Color - Dark Brown 

Sizes: 7 -12,13,14,15 (Medium) 7 -12,13,14 (Wide) 

SS ‘8.7 @1 0 © 



RP6465 $149.99 

Rockport Composite Toe 6" Metatarsal Guard • Leather Upper 

• Moisture-Wicking Nylon Mesh Lining • Removable EVA 
Cushion Insert with Shock Absorbing Heel • Direct Attach PU 
Midsole • Dual-Density Outsole with Rubber Traction Bottom 

• Color - Black 

Sizes: 6 -12,13,14,15 (Medium or Wide) 
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SteelToeShoes.com 


1-866-737-7775 







Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



1007969 $174.99 

KEEN Utility Steel Toe 6" Boot Metatarsal Guard • Full-Grain 
Leather Upper • KEEN.DRY™ Waterproof Breathable Membrane 
• Abrasion Resistant Tough-Tec Leather • Removable 
Metatomical Dual-Density EVA Footbed • Dual-Density 
Compression Molded EVA Midsole • Color - Brown/Black 

Sizes: 7 -12,13,14,15 (Medium or Wide) 

F24™ Q ^ @ 



Reebok 


RB4333 $139.99 

Reebok Composite Toe Metatarsal Guard Sport Hiker • Leather 
Upper • Aircom™ Heel Airbag • Moisture-Wicking Nylon Mesh 
Lining • Removable EVA Cushion Footbed with Sponge Rubber 
Heel Wedge • PU Cushion Midsole • Slip & Oil-Resistant 
Outsole • Color - Brown 

Sizes: 5 -12,13,14 (Medium) 5 -12,13 (Wide) 

ss '?.? © 0 




Reebok 


RB1865-NEW $109.99 

Reebok Composite Toe Sport Oxford Metatarsal Guard 

• Leather Upper • Moisture-Wicking Nylon Mesh Lining 

• Removable EVA Cushion Insert with Sponge Rubber Heel 
Wedge • EVA Cushion Midsole • Slip & Oil-Resistant SureGrip 
Plus Rubber Outsole • Color - Black 

Sizes: 4 -12,13,14 (Medium) 4 -12,13 (Wide) 

jss‘ ssr ® ® 



A7300 


$129.99 


Avenger Steel Toe 6" Metatarsal Guard • Full-Grain Leather 
Upper • Removable Perspiration Absorbing Dual-Density PU 
Insole • High Heat Outsole to 600°F • Color - Black 


Sizes: 7 -12,13,14,15,16,17 (Medium or Wide) 


ASTM 

F2413 



SteelToeShoes.com 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 



599 


$169.99 


Carolina Steel Toe 6" Metatarsal Guard • Nubuck Leather Upper 

• Removable PU Footbed • Steel Shank for Added Support 

• Heat Resistant Vibram® Outsole • Color - Brown 


Sizes: 7 -12,13,14 (Medium or Wide) 






50S $229.99 

Carolina Steel Toe 6" Metatarsal Guard • Leather Upper • Pillow 
Cushion™ Footbed • Radiantex® Insole Board • Vibram® Heat 
Resistant Outsole • Kevlar® Stitching • Color - Briar 

Sizes: 4 -12,13,14,15,16 (Medium) 6 -12,13,14,15,16 (Wide) 

F2?1 M 3 <^> 4j Bfr 



Reebok 


RB4143 


$124.99 


Reebok Sublit e Alloy Toe Mid Athletic Metatarsal Guard 

• Leather Upper • Extra Wide Toe Cap • Nylon Mesh Lining 

• Removable MemoryTech Cushion Insole • Sublite EVA 
Cushion Midsole with Rubber Heel & Forefoot Pads • Slip & Oil- 
Resistant Outsole • Color - Black 


Sizes: 7 -12,13,14,15,16 (Medium) 7 -12,13,14,15 (Wide) 


zr, 9 ® 




919315 $199.99 


Georgia Boot Steel Toe 6" Metatarsal Guard • Full-Grain Leather 
Upper • Double Padded Leather Collar • Fully Lined with 
Breathable Moisture-Wicking Material • Removable Comfort- 
Core Airflow Orthotic Insert • Goodyear Welt Construction • Slip, 
Oil, Heat & Chemical-Resistant "Hammer" Rubber Outsole 
• Color - Briar 


Sizes: 8 -12,13 (Medium or Wide) 


ASTM 

F2413 
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SteelToeShoes.com 


1-866-737-7775 








Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



industrial 


DMR14403001M $179.99 


Dr. Martens Steel Toe Metatarsal Guard • Tumbled Water- 
Resistant Leather • Smartmask PU-Cushioned Footbed 

• Classic Air Cushioned Sole • Goodyear Welt Construction 

• Color - Black 


Size: 7 -14 (Medium) Whole Sizes Only 


£5 <@> © ® 




Mart fr 




DMR14403291M $179.99 

Dr. Martens Steel Toe Metatarsal Guard • Tumbled Water- 
Resistant Leather • Smartmask PU-Cushioned Footbed 

• Classic Air Cushioned Sole • Goodyear Welt Construction 

• Color-Teak 

Size: 7 -14 (Medium) Whole Sizes Only 

<1®) © 




804-4320 $134.99 

Thorogood Composite Toe Metatarsal Guard • Full-Grain Oiled 
Leather Upper • Moisture-Wicking Comfort Weave Lining 
Engineered Composite Shank • Full-Length Removable PU 
Footbed Insole • Cement Construction • Color - Brown 

Sizes: 4 -12,13,14 (Medium) 6 -12,13,14 (Wide) 

£ 5 ® 




Reebok 


RR3499 $114.99 

Reebok Alloy Toe Metatarsal Guard Athletic • Microfiber & 
Mesh Upper • Cushguard™ Internal Metatarsal Guard 
• Moisture-Wicking Nylon Mesh Lining • MemoryTech 
Removable Cushion Footbed • DMXRide Cushion Foam 
Midsole • Oil & Slip-Resistant Rubber Outsole • Color - Blue/ 
Black 

Sizes: 7 -12,13,14,15,16 (Medium) 7 -12,13,14,15 (Wide) 

ss vjp © % © 


SteelToeShoes.com 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 



A7402 $134.99 

Avenger Carbon Composite Toe Metatarsal Guard • Full-Grain 
Leather Upper • Waterproof Membrane Construction 
• Removable Rebound Foam Insole • Lenzi® Puncture- 
Resistant Plate • Direct Attach Dual Density PU Slip & Oil- 
Resistant Outsole • Color - Dark Brown 

Sizes: 7 -12,13,14 (Medium or Wide) 

SB “T @ # % 





Reebok 


WK2112 $249.99 

Justin Original Steel Toe 11" Metatarsal Guard • Tumbled 
Leather Upper • Waterproof Bootie Construction • Poron®XRD 
Internal Metatarsal Guard • Ortholite® Insole • Square Toe 
• Vibram® Commander Chemical, Oil, Gas, Abrasion Non- 
Marking Outsole • Color - Mahogany 

Sizes: 7 -12,13,14,15 (Medium or Wide) 

F2413 


RB3596 


$199.99 


Reebok Steel Toe Athletic Metatarsal Guard • Leather Upper 
• Moisture Wicking Nylon Mesh Lining • Removable 
MemoryTech Foam Cushion Insole • EVA Midsole • Slip & 
Oil-Resistant Outsole • Color - Black 


Sizes: 5 -12,13,14,15,16 (Medium) 5 -12,13,14,15 (Wide) 


ASTM 

F2413 




FLO RS HEIM 


FE699 $144.99 

Florsheim Steel Toe Quick Release 6" Metatarsal Guard • Full- 
Grain Leather Upper • Moisture-Wicking Nylon Mesh Lining 
• Removable Foot Force® Dual-Density PU Cushion Insert • Oil, 
Chemical, Abrasion & Slip-Resistant Outsole • Color - Black 

Sizes: 5-11,12,13,14,15 (Medium) 

5-11,12,13,14 (3E Extra Wide) 

F2 S «3 < 5 ™) ^ Q 
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SteelToeShoes.com 


1-866-737-7775 







Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 


1021315 


$154.99 



KEEN Utility Steel Toe Metatarsal Guard • Leather Upper 

• Moisture-Wicking Textile Lining • Removable Metatomical 
PU Footbed • Oil & Slip Resistant Non-Marking Rubber Outsole 

• Cleansport NXT™ for Natural Odor Control • Lightweight 
Poron® XRD Metatarsal Guard • Reflective Webbing • Color - 
Grey/Bossa Nova 


Sizes: 7 -12,13,14,15 (Medium or Wide) 


ASTM 

F2413 




IRON^AGE 


IA5019 


$129.99 


Iron Age Steel Toe Metatarsal CUSHGUARD™ • Leather Upper 
• Moisture-Wicking Nylon Mesh Lining • BootBed™ Dual 
Layered Memory Foam Removable Footbed • Vibram® Slip, Oil, 
Heat, Abrasion & Chemical Resistant Rubber Outsole • Kevlar® 
Stitching • Color - Black 


Sizes: 7 -12,13,14,15 (Medium or Wide) 


ASTM 

F2413 




IRON^AGE 


IA5219 


$199.99 


Iron Age Steel Toe Metatarsal CUSFIGUARD™ • Full-Grain 
Leather Upper • Kevlar® Stitching • Nylon Mesh Moisture- 
Wicking Lining • EVA Cushion Removable Insole • EVA Cushion 
Midsole with Rubber Outsole • Color - Black 


Sizes: 8 -12,13,14,15 (Medium) 8 -12,13,14 (Wide) 


F2 ™3 




CAT-P91115 $129.99 


Caterpillar Steel Toe Metatarsal Guard • Leather Upper 
• Waterproof Membrane • EVA Footbed • Nylon Mesh Footbed 
Lining • Nylon Shank • Cement Construction • Color - Brown 

Sizes: 7 -12,13,14 (Medium) 7 -12,13 (Wide) 


ASTM 

F2413 



SteelToeShoes.com 


1-866-737-7775 


7 










MEN'S 


METATARSAL GUARD 



505 


$234.99 


Carolina Steel Toe 8" Metatarsal Guard • Pitstop Leather Upper 

• Dri-Lex Lining • Kevlar® Stitching • Pillow Cushion™ Insole 

• Radiantex® Insole Board • Welt Construction • Vibram® 
Heat-Resistant Outsole • Color - Briar Pitstop 


Sizes: 4 -12,13,14,15,16 (Medium) 6 -12,13,14,15,16 (Wide) 


F241 M 3 (STMi) © 





FLORSHEIM 



FE2440 


$144.99 


Florsheim Composite Toe Eurocasual Metatarsal Guard 
• Leather Upper • Moisture-Wicking Nylon Mesh & Cambrelle 
Lining • Removable Foot Force® F2A Dual-Density PU Cushion 
Insert • Slip, Oil, Chemical & Abrasion Resistant Direct Inject 
Outsole with Super Soft PU Midsole & Rubber Bottom • Color - 
Dark Brown 


Sizes: 4 -12,13,14 (Medium or 3E Extra Wide) 


ASTM COMP 
F2413 TOE 



WK2114 $249.99 


Justin Original Steel Toe 11" Metatarsal Guard ‘Tumbled 
Leather Upper • Poron® XRD® Metatarsal Guard • Toe Bump 
Guard • Round Toe • Ortholite® Insole • Steel Shank • Vibram® 
Commander Chemical, Oil, Gas, Abrasion & Slip-Resistant Non- 
Marking Outsole • Color - Mahogany 


Sizes: 7 -12,13,14,15 (Medium or Wide) 


ASTM 

F2413 





MR79523 $194.99 


McRa e Aluminum Alloy Toe 10" Metatarsal Guard • Leather 
Upper • Moisture Wicking Nylon Lining • Agion® Anti-Microbial 
Lining • Ultra Cushion 3 / 4 Inch Foam Removable, Washable, 
Breathable Orthotic • Triple Ribbed Steel Shank • MECHANIX 
Slip-Resistant Rubber Outsole • Color - Dark Brown 


Sizes: 7 -12,13 (Medium) 8 -12,13 (Wide) 
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SteelToeShoes.com 


1-866-737-7775 













Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



CA9584 $199.99 


Carolina Composite Toe 8" Metatarsal Guard • Leather Upper 
• Waterproof SCUBALINER™ • Mesh Lining • Removable PU & 
Memory Foam Footbed • Welt Construction • Triple Rib Steel 
Shank • Oil Resistant One-Piece Rubber Lug Outsole • Color - 
Brown 


Sizes: 8-12,13,14 (Medium or Wide) 


ASTM COMP 
F2413 TOE 




TE395517DW $189.99 

Terra Composite Toe 6" Metatarsal Guard • Full Grain Leather 
Upper • Cleanfeet® Treated Moisture-Wicking Performance 
Lining • Removable Single Density PU Footbed • Flexible 
5-Layer Puncture Resistant Composite Plate • Slip & Oil- 
Resistant Rubber Outsole • Reinforced Heat Resistant NOMEX™ 
Thread • Color - Brown 

Sizes: 7-12,13,14,15 (Medium) 



579 


$179.99 


Carolina Steel Toe 8" Metatarsal Guard • Leather Upper 

• Taibrelle Lining • Removable Polyurethane Footbed • Welt 
Construction • Steel Shank • Heat-Resistant Vibram® Outsole 

• Color - Dark Brown 


Sizes: 7 -12,13,14 (Medium or Wide) 


ASTM 

F2413 




XPX761 $189.99 

Michelin Steel Toe 6" Metatarsal Guard • Full-Grain Leather 
Upper • OrthoFrame Footbed Provides Support, Air Circulation 
& Cushioning • Pilot Exalto Dual-Density, Molded Rubber, Oil- 
Resistant Outsole • Color - Rough Brown 

Sizes: 7.5 -12,13,14 (Medium) 8-12, 13,14 (Wide) 



SteelToeShoes.com 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 



CA3638 $134.99 


Carolina Steel Toe 6" Metatarsal Guard • Crazy Horse Leather 
Upper • Mesh Lining • Removable Blown EVA Footbed 
• Cement Construction • Steel Shank • Rubber Slip-Resistant 
Outsole • Color - Copper 


Sizes: 8 -12,13,14 (Medium or Wide) 


ASTM 

F2413 





TE2988BBIK $189.99 

Terra Composite Toe Metatarsal Guard • Premium Full Grain 
Leather Upper • 200 Grams Thinsulate™ Insulation 

• Cleanfeet® Treated Moisture-Wicking Aerospacer Lining 

• Removable Dual Density PU Footbed • Slip-Resistant 
Anti-F.O.D. Rubber Outsole • Internal Impact Dissipating XRD® 
Internal Metatarsal Guard • Color - Black 

Sizes: 3-12,13,14 (Medium) 

,*ss “oT iPfc OS TT’F' 


818315 $184.99 

Georgia Boot Steel Toe 8" Metatarsal Guard • Full-Grain 
Leather Upper • Fully Lined with Breathable Moisture-Wicking 
Material • Removable Comfort Core Airflow Orthotic Insert 
• Goodyear Welt Construction • Slip, Oil, Heat & Chemical 
Resistant "Hammer" Rubber Outsole • Flexible ANTImpact™ 
Internal Metatarsal Guard • Color - Brown 

Sizes: 8 -12,13 (Medium or Wide) 

F241 M 3 



IRON^AGE 


IA0163 $119.99 

Iron Age Steel Toe 6" Metatarsal Guard • Leather Upper 
• Moisture-Wicking Nylon Mesh Lining • Removable EVA 
Cushion Insert with Sponge Rubber Heel Wedge • Goodyear 
Welt Construction • Oil, Slip, Heat, Metal Chip, Abrasion & 
Chemical-Resistant Outsole • Kevlar® Stitching • Color - Brown 

Sizes: 6 -12,13,14 (Medium) 6 -12,13 (Wide) 

F2413 
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SteelToeShoes.com 


1-866-737-7775 








Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



WK2102 $249.99 

Justin Original Steel Toe 11" Metatarsal Guard • Leather Upper 

• Waterproof Full Bootie Construction • Ortholite® Insole 

• Steel Shank • Vibram® Commander Chemical, Oil, Gas, 
Abrasion & Slip-Resistant Non-Marking Outsole • Poron® 

XRD® Metatarsal Guard • Square Toe • Color - Dark Brown & 
Gun Metal Gray 

Sizes: 7 -12,13,14,15 (Medium or Wide) 

F241 M 3 ( 5 ™) ^ @ ^ O' 

TM49999 $179.99 


Timberland PRO® Steel Toe 6" Metatarsal Guard 

• Timberland PRO® Abrasion Resistant Ever-Guard™ Leather 
Upper • Closed Cell PU Footbed • Goodyear Welt Construction 

• Steel Shank • Slip, Oil, Heat & Abrasion-Resistant Rubber 
Outsole • Flame Resistant Thread • Hinged Metatarsal Shield 

• Color - Black 


Sizes: 5 -12,13,14,15 (Medium or Wide) 


ASTM 

F2413 



GEGB99323 $219.99 

Georgia Boot Steel Toe 10" Metatarsal Guard • Full-Grain 
Leather Upper • Georgia Waterproof System • High 
Performance Lining • Technology Driven Comfort Polyurethane 
Insert • Goodyear Welt Construction • Steel Shank • Slip & Oil- 
Resistant Rubber Vibram® Outsole • XRD® Internal Metatarsal 
Guard • Color - Brown 

Sizes: 7 -12,13,14 (Medium) 8 -12, 13,14 (Wide) 

F2™3 <1™) ^ Q ^ @ 



CA518 


$239.99 


Carolina Steel Toe 8" Metatarsal Guard • Pitstop Leather Upper 
• Mesh Lining • Pillow Cushion™ Insole • Radiantex® Insole 
Board • Welt Construction • Kevlar® Welt Stitching • Steel 
Shank • Vibram® Alpha Heat-Resisting Outsole • Winged D30® 
Internal Metatarsal Guard • Color - Briar 


Sizes: 8 -12,13,14 (Medium or Wide) 


f a 2 s ™ 3 © 



SteelToeShoes.com 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 


RB4046 


$114.99 



Reebok Alloy Toe Sublite CUSHGUARD™ Metatarsal Guard 
• Leather Upper with Laser Cut Design • Moisture-Wicking 
Nylon Mesh Lining • MemoryTech Massage Removable 
Cushion Footbed • Sublite EVA Cushion Midsole • Oil & Slip- 
Resistant Rubber Outsole • Color - Black 


Sizes: 7 -12,13,14,15,16 (Medium) 7 -12,13,14,15 (Wide) 


ASTM 

F2413 




GEGB99322 $159.99 


Georgia Boot Steel Toe 6" Metatarsal Guard • Full-Grain SPR™ 
Leather Upper • Georgia Waterproof System • High 
Performance Mesh Lining • Goodyear Welt Construction 
• Tempered Steel Shank • Slip & Oil-Resistant Outsole • XRD® 
Internal Metatarsal Guard • Color - Brown 


Sizes: 8 -12,13,14 (Medium or Wide) 


ASTM 

F2413 




Reebok 


RB6755 $149.99 

Reebok Composite Toe 6" FLEX-MET® Metatarsal Guard 

• Leather Upper • Nylon Mesh Lining • Removable EVA Cushion 
Insert with Sponge Rubber Heel Wedge • Polyurethane Cushion 
Midsole • Slip, Oil, Abrasion & Chemical Resistant Dual Density 
Outsole with Athlite Traction Rubber Bottom & 90° Heel 

• Color - Black 

Sizes: 4 -12,13,14 (Medium) 4 -12,13 (Wide) 



RB1067-NEW $134.99 

Reebok Composite Toe FLEX-MET® Metatarsal Guard 
• Waterproof Leather Upper • Moisture-Wicking Nylon Mesh 
Lining with Waterproof Bootie Construction • Removable 
FootFuel™ Injected EVA Cushion Footbed • Lightweight 
Injected EVA Cushion Midsole • Dual Density Outsole with 
Rubber Bottom • Extra Wide Toe Cap • Color - Black 

Sizes: 4 -12,13,14,15 (Medium) 4 -12,13,14 (Wide) 

".u ‘,T © © 
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SteelToeShoes.com 


1-866-737-7775 







Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



CA7821 


$169.99 


Carolina Steel Toe 8" Metatarsal Guard • Leather Upper • 600 
Grams Thinsulate™ Insulation • Waterproof SCUBALINER™ 

• Taibrelle Lining • Welt Construction • Steel Shank • One-Piece 
Rubber Lug Outsole • Color - Brown 

Sizes: 8 -12,13,14 (Medium, Wide or Extra Wide) 


ASTM 

F2413 




CAT-P91114 $129.99 


Caterpillar Steel Toe Metatarsal Guard • Full Grain Leather 
Upper • Waterproof Membrane • EVA Footbed • Nylon Mesh 
Footbed Lining • Nylon Shank • Cement Construction • Color - 
Black 


Sizes: 7 -12,13,14 (Medium) 7 -12,13 (Wide) 


ASTM 

F2413 






CAROLINA 


CA5586 $189.99 


Carolina Composite Toe 6" Metatarsal Guard • Leather Upper 

• Mesh Lining • Removable Dual Density Foam Footbed 

• Cement Construction • PC2™ Internal Polyurethane Midsole 

• Non-Metallic Shank • Oil-Resisting Heavy Duty Rubber Outsole 

• Color - Bandit Walnut 


Sizes: 8 -12,13,14 (Medium or Wide) 


ASTM COMP 
F2413 TOE 




1916166 $269.99 

KEEN Utility Steel Toe 6" Metatarsal Guard • Nubuck Leather 
Upper • Lining with Hydrophobic/Hydrophilic 2-Zone Comfort 
Technology • Removable Metatomical Dual Density EVA 
Footbed • Direct Attach PU Midsole • TPU Shank • Oil & Slip 
Resistant Non-Marking Rubber Outsole • Cleansport NXT™ for 
Odor Control • Color - Cascade Brown 

Sizes: 9 -12,13,14,15 (Medium) 9 -12,13,14 (Wide) 


SteelToeShoes.com 


ASTM 

F2413 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 




Timberland 

I I 



IA5016 $109.99 


Iron Age Steel Toe 6" Metatarsal Guard • Leather Upper 

• Moisture Wicking Nylon Mesh Lining • Removable EVA 
Cushion Insert with Sponge Rubber Heel Wedge • Goodyear 
Welt Construction • Oil, Slip, Heat, Metal Chip, Abrasion & 
Chemical-Resistant Rubber Outsole • Kevlar® Stitching 

• Color - Black 

Sizes: 6 -12,13,14 (Medium) 6 -12,13 (Wide) 

F2413 <^>@©© 


TM89949 $199.99 


Timberland Pro® Alloy Toe 8" Metatarsal Guard • Premium 
Waterproof Leather & Ever-Guard Leather Upper • Mesh Lining 
with Agion Antimicrobial Treatment • Dual Density Open-Cell 
Polyurethane Footbed • Goodyear Welt Cast-Bond Construction 
• Steel Shank • Dual Density Polyurethane Slip, Oil & Abrasion 
Resistant Outsole • Color - Brown 


Sizes: 7 -12,13,14,15 (Medium or Wide) 


ASTM 

F2413 



TM91678 $159.99 

Timberland Pro® Steel Toe 6" Metatarsal Guard • Premium 
Abrasion Resistant Ever Guard Leather Upper • Mesh Lining 
with Antimicrobial Treatment • Die Cut Single-Density Open 
Cell Polyurethane Footbed with Antimicrobial Cover • Cement 
Construction • Rubber Lug Oil & Slip-Resistant Outsole 

• Color - Black 

Size: 7 -12,13,14,15 (Medium or Wide) 

F241 M 3 ^ ^ ^ 

TM85518 $179.99 

Timberland Pro® Steel Toe 6" Metatarsal Guard • Premium 
Leather Upper • Antimicrobial Cambrelle Lining • Open-Cell 
Polyurethane Footbed with Agion Antimicrobial Cover 

• Goodyear Welt Construction • Steel Shank • Slip, Oil, Heat 

& Abrasion-Resistant Rubber Outsole with Internal Polyurethane 
Filler • Stitching on Upper & Welt Includes Kevlar® Aramid 
Fiber • Ever-Guard™ Leather Toe Bumper • Color - Black 

Sizes: 7 -12,13,14,15 (Medium or Wide) 

F241 M 3 ( 5 ™) ^ ^ 
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1-866-737-7775 















Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



IA0120-1 $239.99 


Iron Age Composite Toe 8" Metatarsal Guard • Leather Upper 

• Dri-Lex® Zig-Zag Moisture-Wicking Lining • Bootbed™ Dual 
Layered Memory Foam Removable Footbed • Kevlar® Stitching 

• Goodyear Welt Construction • Vibram® Heat, Oil, Metal Chip, 
Abrasion, Chemical & Slip-Resistant Outsole • Dip Test 
Approved • Color - Dark Brown 

Sizes: 7 -12,13,14,15 (Medium) 7 -12,13,14 (Wide) 


£2 7.7 © ® 




CA7921 $209.99 


Carolina Composite Toe 8" Metatarsal Guard • Leather Upper 
• Waterproof SCUBALINER Membrane • 400 Grams Thinsulate™ 
Insulation • Taibrelle® Lining • Removable AG7™ Polyurethane 
Footbed • Welt Construction • Heavy Duty Steel Linesman 
Shank • One Piece Rubber Lug Outsole • Color - Brown 

Sizes: 8 -12,13,14 (E Wide or 3E Extra Wide) 


ASTM COMP 
F2413 TOE 




C0F-27680-CII0 $139.99 



Cofra Composite Toe 6" Metatarsal Guard • Sealed Seams 
Water Repellent Printed Leather Upper • Breathable Moisture 
Absorbing & Releasing Texelle 100% Polyamide Fabric Internal 
Lining • Removable Soft Polyurethane Moisture Absorbing 
Footbed • Non-Metallic APT Puncture-Resistant Plate 
• PU/Nitrile Rubber Slip-Resistant Outsole • Color - Black 

Sizes: 7.5-11,12,13 (Wide) 


ASTM COMP 
F2413 TOE 




Timberland 


TM59594 $174.99 

Timberland PRO® Steel Toe 6" Metatarsal Guard • Leather 
Upper • Internal Anatomical Contoured Metatarsal Guard 
Featuring OrthoLite PU & Rubber • Open-Cell Polyurethane 
Footbed with Agion Antimicrobial Cover • Goodyear Welt 
Construction • Steel Shank • Maxum-Lite Polyurethane Slip, Oil 
& Abrasion-Resistant Outsole • Color - Burgundy 

Sizes: 7 -12,13,14,15 (Medium or Wide) 

F2413 


SteelToeShoes.com 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 



Timberland 


TM53531 $249.99 

Timberland Pro® Steel Toe 10" Metatarsal Guard • Full-Grain 
Waterproof Leather Upper with Ever-Guard™ Abrasion Resistant 
Leather • 200/400 Grams Thermolite® Zoned Insulation 
• Mesh Lining with Antimicrobial Treatment • Goodyear Welt 
Construction • Heat, Slip, Oil & Abrasion-Resistant Rubber Flex 
Rocker Outsole • Color - Black 

Sizes: 7 -12,13,14,15 (Medium or Wide) 




Timberland 

p\m 


TMA1GHM $139.99 


Timberland Pro® Alloy Toe Metatarsal Guard • Ripstop Nylon 
Upper • Mesh Lining with Antimicrobial Treatment • Cement 
Construction • Fiberglass Shank • Slip, Oil & Abrasion- 
Resistant Non-Marking Timberland Pro® Polyurethane Outsole 
• Color - Black 


Sizes: 3.5 -12,13,14,15 (Medium or Wide) 


SS \jp © ® 




W05094 $149.99 

Wolverine Composite Toe Metatarsal Guard • Full-Grain & 
Nubuck Leather Upper • PK Mesh Lining • Removable Full- 
Cushion Footbed • Sidewinder Rubber EVA Oil, Slip, Abrasion, 
Chemical & Heat-Resistant Outsole • Color - Brown/Black 

Sizes: 5 -12,13,14 (Medium) or 7 -12,13 (2E Extra Wide) 

sr, w © © 



XPX763 $179.99 

Michelin Steel Toe 6" Metatarsal Guard • Full-Grain Leather 
Upper • Shock Absorbent Midsole • Exclusive OrthoFrame 
Footbed Provides Unparalleled Support, Air Circulation & 
Cushioning • Michelin Pilot Exalto Dual-Density, Molded 
Rubber Oil-Resistant Outsole • Color - Rough Brown 

Sizes: 8 -12,13 (Medium or Wide) 
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Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



CAROLINA 


CA4582 $184.99 

Carolina Composite Toe 11" Metatarsal Guard • Leather Upper 
• Abrasion-Resisting Coated Leather Toe • Pillow Cushion™ 
Insole • Removable AG7™ Polyurethane Footbed • Cement 
Construction • EVA Midsole • Rubber Outsole • Color - 
Brown/Black 

Sizes: 8 -12,13,14 (Medium or Wide) 




Timberland 


A7896 $179.99 

Avenger Carbon Nanofiber Toe Metatarsal Guard • Full Grain 
Leather Upper • Flexible Metatarsal Guard • Waterproof 
Membrane • Dual Density Rebound Insole • Lenzi® Puncture 
Resistant Plate • Flex Welt Construction • Heat, Slip & Oil- 
Resistant Nitrile Rubber Outsole • Bumper Toe & Heel • Color - 
Brown/Black 

Sizes: 7 -12,13,14 (Medium or Wide) 


TMA172T $184.99 


Timberland Pro® Steel Toe 6" Metatarsal Guard • Premium 
Full Grain Leather Upper • Antimicrobial Mesh Lining 

• Single-Density Open Cell PU Footbed with Antimicrobial Cover 

• Anti-Fatigue Technology PU Midsole with Conical Geometry 

• Slip, Oil & Heat-Resistant Timberland Pro® Rubber Outsole 
with Ladder Lock Outsole Radius • Rubber "Double Toe" & 
Rubber Backstay • Color - Brown 

Sizes: 3.5 -12,13,14,15 (Medium or Wide) 


ASTM 

F2413 




CA9599 


$174.99 


Carolina Steel Toe 6" Metatarsal Guard • Leather Upper 
• Taibrelle Lining • Removable AG7 Polyurethane Footbed • Welt 
Construction • Heat Resistant Vibram® Outsole • Color - Dark 
Brown 


Sizes: 7 -12,13,14 (Medium or Wide) 


ASTM 

F2413 



SteelToeShoes.com 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 



IRON^AGE 


IA0195 $149.99 

Iron Age Composite Toe 10" FLEX-MET® Metatarsal Guard 

• Leather Upper • Moisture Wicking Nylon Mesh Lining 

• Removable PU Cushion Insert • Permabond Construction 

• Direct Attached PU PermaBond Outsole with Superior 
Chemical, Oil & Abrasion Resistance • Side Zipper • Color - 
Brown 

Sizes: 6 -12,13,14 (Medium) 6 -12,13 (Wide) 



IRON^AGE 


IA5017 $129.99 

Iron Age Steel Toe 6" Metatarsal Boot • Leather Upper 

• Moisture Wicking Nylon Mesh Lining • Bootbed™ Dual 
Layered Memory Foam Removable Footbed • Goodyear Welt 
Construction • Vibram® Heat, Oil, Slip, Metal Chip, Abrasion & 
Chemical Resistant Rubber Outsole • Kevlar® Stitching 

• Color - Brown 

Sizes: 6 -12,13,14 (Medium) 6 -12,13 (Wide) 




W19796 $184.99 


Wolverine Composite Toe 6" Metatarsal Guard • Waterproof 
Full Grain Leather Upper • Moisture Wicking Mesh Lining 
• Removable EPX™ Anti-Fatigue Footbed • Direct-Attach 
Construction • Nylon Shank • Rubber Lug Oil, Abrasion, 
Chemical, Heat & Slip-Resistant Outsole • Color - Brown 

Sizes: 7 -12,13,14 (Medium) 7 -12,13 (2E Extra Wide) 


ASTM COMP 
F2413 TOE 




A7990 $159.99 

Avenger Carbon Composite Toe 6" Metatarsal Guard • Full-Grain 
Leather Upper • Waterproof Membrane Construction • Dual 
Density Rebound Insole • Lenzi® Puncture-Resistant Plate 
• Flex Welt Construction • Heat, Oil & Slip-Resistant Nitrile 
Rubber Outsole • Color - Brown 

Sizes: 7 -12,13,14 (Medium or Wide) 
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METATARSAL GUARD 


MEN'S 



^AVENGER 


A7322 $124.99 

Avenger Steel Toe 6" Metatarsal Guard • Full Grain Buffalo & 
Action Leather Upper • Removable Dual-Density Insole with 
Extra Cushioning • EVA Midsole • Rubber Oil-Resistant Outsole 
• Color - Black 

Sizes: 7 -12,13,14 (Medium or Wide) 




Timberland 

PI® 


TMA1GM1 $174.99 


Timberland Pro® Alloy Toe 6" Metatarsal Guard • Premium 
Full-Grain Leather Upper • Mesh Lining with Antimicrobial 
Treatment for Odor Control • Goodyear Welt Construction 
• Steel Shank • BASF® Super Lightweight Low-Density PU Slip 
& Abrasion-Resistant Non-Marking Outsole • Color - Brown 

Sizes: 7 -12,13,14,15 (Medium or Wide) 


ASTM 

F2413 




[McRaej 


[INDUSTRIAL 


MR76523 $169.99 

McRae Aluminum Alloy Toe 6" Metatarsal Guard • Leather 
Upper • Agion® Anti-Microbial Moisture Wicking Lining • Ultra 
Cushion 3 / 4 Inch Foam, Removable, Washable, Breathable 
Orthotic • Steel Shank • MECHANIX Slip-Resistant Rubber 
Outsole • Color - Dark Brown 

Sizes: 7 -12,13 (Medium) 8 -12,13 (Wide) 

F2« M 3 ^ ^ ^ @ 



SteelToeShoes.com 


A7310 


$129.99 


Avenger Steel Toe 8" Metatarsal Guard • Full-Grain Leather 
Upper • Removable Perspiration Absorbing Dual-Density PU 
Insole • High Heat Rubber Slip & Oil-Resistant Outsole Secured 
with Bondi High Heat Thread • Color - Black 

Sizes: 7 -12,13,14 (Medium or Wide) 













MEN'S 


METATARSAL GUARD 



CR5582 $179.99 


Carolina Composite Toe 6" Metatarsal Guard • Leather Upper 

• Abrasion Resisting Coated Leather Toe • Meshing Lining 

• Pillow Cushion™ Insole • Removable AG7™ PU Footbed 

• Cement Construction • Rubber Outsole • Color - Brown/Black 


Sizes: 8 -12,13,14 (Medium or Wide) 


ASTM COMP 
F2413 TOE 





XPX781 $199.99 


Michelin Steel Toe 8" Metatarsal Guard • Full-Grain Leather 
Upper • OrthoFrame Footbed Provides Support, Air Circulation 
& Cushioning • Shock Absorbent Midsole • Michelin Pilot 
Exalto Dual-Density, Molded Rubber Oil-Resistant Outsole 
• Color - Rough Brown 


Sizes: 7.5 -12,13,14 (Medium or Wide) 


ASTM 

F2413 





Timberland 

| 


J0W-WK4630 $249.99 

Justin Original Composite Toe Metatarsal Guard • Waterproof 
Leather Upper • Waterproof Full Bootie Construction • J-Flex 
Flexible Comfort System Insole • Steel Shank • TC4 Compound 
Montana Vibram® Slip & Oil-Resistant Outsole • Color - Brown 

Sizes: 6 -12,13,14 (Medium or Wide) 

£^ 04 $ 



THI89697 $199.99 


Timberland Pro® Composite Toe 6" Metatarsal Guard 

• Premium Full-Grain Leather Upper • Mesh Lining with Agion 
Antimicrobial Treatment • Single-Density Open-Cell PU Footbed 

• Cement Construction for Flexibility • Molded EVA Midsole 

• Nylon Shank • Oil, Slip, Abrasion & Heat-Resistant 
Non-Marking Rubber Outsole • Color - Brown 

Sizes: 3.5 -12,13,14,15 (Medium or Wide) 


ASTM COMP 
F2413 TOE 
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METATARSAL GUARD 


MEN'S 



UU02359 $194.99 

Wolverine Steel Toe 10" Metatarsal Guard • Waterproof 
Full-Grain Leather Upper • Mesh Lining • Multishox Removable 
Full Cushion Footbed with Mesh Sock Liner • Contour Welt 
Construction • Lightweight PU Midsole • Nylon Shank • Oil, 
Abrasion, Chemical, Heat & Slip-Resistant Multishox Rubber 
Lug Outsole • Color - Brown 

Sizes: 7 -12,13,14 (Medium) 8 -12,13 (2E Extra Wide) 

ST, <s«i> @ Q 



C0F-27610-CU0 $179.99 

Cofra Composite Toe 8" Metatarsal Guard • Seam Sealed 
Water Repellent Full Grain Leather Upper • Breathable Moisture 
Absorbing & Releasing Texelle Internal Lining • Removable Soft 
Polyurethane Gel Footbed • Non-Metallic APT Puncture 
Resistant Plate • PU/Nitrile Rubber Slip, Oil, Heat, Abrasion & 
Chemical-Resistant Outsole • Color - Black 

Sizes: 7.5-11,12,13 (Wide) 

CA520 $239.99 


Carolina Steel Toe Metatarsal Guard • Pitstop Leather Upper 

• Pig Split Grain Leather Lining • Pillow Cushion™ Insole 

• Radiantex® Insole Board • Welt Construction with Kevlar® 
Welt Stitching • Steel Shank • Vibram® Alpha Oil & Heat- 
Resisting Outsole • Color - Briar 


Sizes: 8 -12,13,14 (Medium or Wide) 


f a 2« m 3 © 




CMW6919 $199.99 


Carhartt Steel Toe 6" Metatarsal Guard • Oil Tanned Leather 
Upper • Waterproof Membrane • OrthoLite Insole • Goodyear 
Welt Construction • Carhartt Oil, Chemical & Slip Resistant 
Outsole • Padded Collar & OrthoLite Comfort Tongue • Color 
Black 


Sizes: 8 -12,13,14 (Medium or Wide) 


ASTM 

F2413 



SteelToeShoes.com 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 



'AVENGER 


A7302 $129.99 

Avenger Steel Toe 6" Metatarsal Guard • Full-Grain Leather 
Upper • Removable Perspiration Absorbing Dual-Density PU 
Insole • Rubber Slip & Oil-Resistant Outsole • High Heat 
Outsole to 600° F • Color - Brown 

Sizes: 7 -12,13,14 (Medium or Wide) 

F2 S ™3 (^> ^ ^ Q 



industrial 


DMR13159991M $174.99 


Dr. Martens Steel Toe 6" Metatarsal Guard • Full Grain Leather 
Upper • Moisture-Wicking Lining • Removable Insole • Stitch 
Welted Construction • Standard Wood Shank • Slip, Oil, Fat, 
Petrol & Alkali Resistant SPT Air-Cushioned Outsole 
• Industrial Strength Cord Lacing • Color - Black 


Sizes: 7 -14 (Medium) Whole Sizes Only 


ASTM 

F2413 




CMF8729 $214.99 


Carhartt Composite Toe 8" Metatarsal Guard • Oil-Tanned 
Leather Upper • Storm Defender Waterproof Breathable 
Membrane • Cement Construction • Carhartt Rubber Rugged 
Flex® Outsole • Reflective Material High Visibility Piping 

• Poron® XRD® Soft Comfort Internal Metatarsal Guard 

• Color - Brown 


Sizes: 8 -12,13,14 (Medium) 8 -12,13,14,15 (Wide) 


ASTM COMP 
F2413 TOE 




J9W-WK639 $239.99 


Justin Original Composite Toe 8" Metatarsal Guard 

• Waterproof Leather Upper • Waterproof Full Bootie 
Construction • J-Flex Flexible Comfort System Insole • Steel 
Shank • TC4 Compound Montana Vibram® Slip & Oil-Resistant 
Non-Marking Outsole • Poron® XRD® Metatarsal Guard 

• Color - Brown 


Sizes: 6 -12,13,14 (Medium or Wide) 


<sr © © 
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METATARSAL GUARD 


MEN'S 



RKK0266 $139.99 


Rocky Composite Toe Metatarsal Guard • Full-Grain Leather 
Upper • Cushioned Footbed • Direct-Attach Rubber/PU Slip & 
Oil- Resistant Outsole • High Abrasion Toe Cap • Color - Brown 

Sizes: 8 -12,13,14,15 (Medium or Wide) 


ASTM COMP 
F2413 TOE 





Gary-B $129.99 

Roadmate Steel Toe 6" Metatarsal Guard • Full Grain Leather 
Upper • Anti-Microbial Taibrelle Lining • Roadmate Cushioned 
Footbed • Genuine Goodyear Welt Construction • Oil-Resistant 
Outsole • Color - Black 

Sizes: 7-11 (Medium) 

F2« M 3 <5™) ^ Q 


RKW0288 $289.99 

Rocky Composite Toe 11" Metatarsal Guard • SPR Full-Grain 
Leather • Vapor Pass Waterproof Technology • Mesh Lining 

• EnergyBed Footbed with Memory Foam • Fiberglass Shank 

• Molded EVA Midsole • Slip & Oil- Resistant Outsole • Color - 
Distressed Brown 

Sizes: 8 -12,13 (Medium or Wide) 



W04452 $149.99 


Wolverine Steel Toe 8" Metatarsal Guard • Full-Grain Leather 
Upper • PK Mesh Lining • Removable Full Cushion Footbed 
• Goodyear Welt Construction • Nylon Shank • Oil, Abrasion, 
Chemical, Heat & Slip Resistant Chevron Rubber & Polyurethane 
Outsole • Color - Brown 


Sizes: 7.5 -12,13,14 (Medium) 7.5 -12,13 (2E Extra Wide) 


ASTM 

F2413 



SteelToeShoes.com 


1-866-737-7775 
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MEN'S 


METATARSAL GUARD 



W04451 $139.99 


Wolverine Steel Toe 6" Metatarsal Guard • Full-Grain Leather 
Upper • PK Mesh Lining • Removable Full Cushion Footbed 
• Goodyear Welt Construction • Nylon Shank • Oil, Abrasion, 
Chemical, Heat & Slip-Resistant Chevron Rubber & 
Polyurethane Outsole • Color - Brown 

Sizes: 3 -12,13,14,15 (Medium) 7 -12,13,14,15 (2E Extra 
Wide) 


ss gjj ® 




DMR13159200M $174.99 

Dr. Martens Steel Toe 6" Metatarsal Guard • Full Grain Leather 
Upper • Moisture-Wicking Lining • Removable Insole • Welted 
Construction • Standard Wood Shank • Slip, Oil, Fat, Petrol & 
Alkali Resistant SPT Air-Cushioned Outsole • Industrial 
Strength Cord Lacing • Color - Teak 

Sizes: 7-14 (Medium) Whole Size Only 



IRQN^AGE IA5739 $199.99 


Iron Age Steel Toe Hiker • Leather Upper • Moisture-Wicking 
Nylon Mesh Lining • Removable EVA Cushion Insole with 
Sponge Rubber Heel Wedge • Dual Density Slip, Oil, Metal Chip, 
Heat, Abrasion & Chemical-Resistant Outsole with EVA Midsole 
& Rubber Bottom • Color - Brown 

Sizes: 7 -12,13,14,15 (Medium) 7 -12,13,14 (Wide) 


ASTM 

F2413 





CA8533 $199.99 

Carolina Aluminum Toe 12" Metatarsal Guard • Crazy Horse 
Leather Upper • Waterproof SCUBALINER Technology • Mesh 
Lining • Removable AG7 Polyurethane Footbed • Welt 
Construction • Fleavy Duty 150+ Abrasion Outsole • Color- 
Dark Brown 

Sizes: 8 -12,13,14 (Medium or Wide) 

F2« M 3 ^ © 
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METATARSAL GUARD 


MEN'S 



W02407 $194.99 


Wolverine Steel Toe 8" Metatarsal Guard • Waterproof Full-Grain 
Leather Upper • Mesh Lining • Multishox Removable Full 
Cushion Footbed • Contour Welt Construction • Lightweight PU 
Midsole • Nylon Shank • Oil, Abrasion, Chemical, Heat & Slip- 
Resistant Multishox Rubber Lug Outsole • Color - Brown 

Sizes: 7 -12,13,14,15 (Medium or 2E Extra Wide) 


ASTM 

F2413 





CA9585 $199.99 


Carolina Composite Toe 8" Metatarsal Guard • Leather Upper 
• Waterproof SCUBALINER™ • Mesh Lining • Removable 
Polyurethane Footbed • Welt Construction • Triple Rib Steel 
Shank • Oil-Resistant Rubber Lug Outsole • Winged D30® 
Internal Metatarsal Guard • Color - Dark Brown 


Sizes: 8 -12,13,14 (Medium or Wide) 


ASTM COMP 
F2413 TOE 


CA9582 $289.99 


Carolina Composite Toe 8" Metatarsal Guard • Leather Upper 

• Mesh Lining • Removable Memory Foam Footbed • Cement 
Construction • Internal PU Midsole • Non-Metallic Shank 

• Heavy Duty Slip-Resistant Rubber Sole • Color - Kharthoum 
Cigar 

Sizes: 8 -12,13,14 (Medium or Wide) 


ASTM COMP 
F2413 TOE 





CA5591 $199.99 

Carolina Steel Toe 6" Metatarsal Guard • Leather Upper 
• Waterproof SCUBALINER™ • Mesh Lining • Pillow Cushion™ 
Footbed • Radiantex® Insole Board • Welt Construction • Steel 
Shank • Vibram® Heat-Resistant Rubber Outsole • Kevlar® 
Stitching • Color - Flarness Cork 

Sizes: 8 -12,13,14 (Medium or Wide) 

F2413 (I™) ^ ^ ^ 
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METATARSAL GUARD 



CA5502 $209.99 

Carolina Steel Toe 8" Metatarsal Guard • Leather Upper 
• Waterproof SCUBALINER™ • Mesh Lining • Pillow Cushion™ 
Footbed • Radiantex® Insole Board • Welt Construction • Steel 
Shank • Vibram® Heat-Resistant Rubber Outsole • Kevlar® 
Stitching • Color - Harness Cork 

Sizes: 8 -12,13,14 (Medium or Wide) 




C0F-27710-CU0 $169.99 

Cofra Composite Toe 6" Metatarsal Guard • Water Repellent 
Full Grain Leather Upper • Breathable & Abrasion Resistant 
External Lining • Scented PU Soft Bed Anatomic, Removable, 
Moisture-Absorbing Footbed • Non-Metallic APT Puncture- 
Resistant Plate • Polyurethane/Nitrile Rubber Slip-Resistant 
Outsole is Temperature Resistant to 572° F • Color - Black 

Sizes: 7-11,12,13,14 (Wide) 

F2« M 3 ST 


MH12216 $399.99 

Matterhorn Steel Toe 16" Metatarsal Guard • Full-Grain Leather 
Upper • Waterproof/Breathable GORE-TEX® Membrane • Mesh 
Lining & Kevlar® Internal Lining • Removable DRYZ® 
Polyurethane Cushioned Insert • Goodyear Storm Welt 
Construction • Steel Shank • Puncture Resistant Stainless Steel 
Bottom Plate • Vibram® 132 Rubber Outsole • Color - Black 

Sizes: 7 -12,13,14 (Medium or Wide) 



W956S9 $164.99 

Wolverine Steel Toe 8" Metatarsal Guard • Waterproof Full 
Grain Leather Upper • Waterproof Mesh Lining • Removable 
Full-Cushion Footbed • Goodyear Welt Construction • Nylon 
Shank • Oil, Abrasion, Chemical, Heat & Slip-Resistant Panther 
Rubber/Polyurethane Outsole • Color - Brown 

Sizes: 5 -12,13,14 (Medium) 7 -12,13,14 (2E Extra Wide) 

F2 S ™3 ^ ^ 
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METATARSAL GUARD 


MEN'S 



W02406 $184.99 

Wolverine Steel Toe 6" Metatarsal Guard • Waterproof Full-Grain 
Leather Upper • Mesh Lining • Multishox Removable 
Full-Cushion Footbed • Wolverine Contour Welt® Construction 
• Lightweight Polyurethane Midsole • Nylon Shank • Oil, 
Abrasion, Chemical, Heat & Slip-Resistant Multishox Rubber 
Lug Outsole • Color - Brown 

Sizes: 7 -12,13,14,15 (Medium or 2E Extra Wide) 



W95679 $164.99 


Wolverine Steel Toe 6" Metatarsal Guard • Waterproof Full-Grain 
Leather Upper • Waterproof Mesh Lining • Removable Full 
Cushion Footbed • Goodyear Welt Construction • Nylon Shank 
• Oil, Abrasion, Chemical, Heat & Slip-Resistant Panther 
Rubber/Polyurethane Outsole • Color - Brown 

Sizes: 5 -12,13,14 (Medium) 7 -12,13 (2E Extra Wide) 


ASTM 

F2413 




C6F-27639-CU9 $164.99 

Cofra Composite Toe 6" Metatarsal Guard • Seam Sealed 
Water Repellent Full Grain Leather Upper • Breathable Moisture 
Absorbing & Releasing Texelle Internal Lining • Removable Soft 
Polyurethane Moisture Absorbing Footbed • Non-Metallic APT 
Puncture-Resistant Plate • PU/Nitrile Rubber Slip, Oil, Chemical, 
Heat, Abrasion & Metal Chip Resistant Outsole • Color - Black 

Sizes: 4-11,12,13,14 (Wide) 



INDUSTRIAL 


MR86734 $194.99 


McRae Steel Toe 6" Metatarsal Guard • Full-Grain Leather Upper 
• Moisture Wicking Nylon Lining • PU Padded Insole with 
Moisture Wicking Cover • Goodyear Welt Construction • Oil & 
Slip-Resistant Rubber Outsole • Color - Dark Brown 


Sizes: 6 -12,13,14,15,16,17 (Medium or Wide) 
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METATARSAL GUARD 



RKK0264 $154.99 

Rocky Composite Toe 11" Metatarsal Guard • Full-Grain Leather 
Upper • Cushioned Footbed • Direct-Attach Rubber/PU Slip & 
Oil-Resistant Outsole • High Abrasion Toe Cap • Color - Brown 

Sizes: 8 -12,13,14,15 (Medium or Wide) 

£SS ‘8.7 © @ ® 




1A00227050 $199.99 

LaCrosse Steel Toe 16" Rubber Metatarsal Guard • ZXT 
Ozone/Tear Resistant Premium Rubber • Nylon Lining 
• Removable Insole • Fiberglass Shank • Puncture Resistant 
Midsole • Trac-Lite Slip-Resistant Outsole • Color - Rust 

Sizes: 6 -14 (Medium) Whole Sizes Only 

“™s (sSfi) 




1A09228959 $199.99 

LaCrosse Steel Toe 16" Rubber Metatarsal Guard • ZXT 
Ozone/Tear Resistant Premium Rubber • Nylon Lining 
• Removable EVA Insole • Fiberglass Shank • Long Wearing Oil 
& Slip-Resistant Vibram® Lug Outsole • Color - Black 

Sizes: 7-15 (Medium) Whole Sizes Only 

f a 2« m 3 (5™) © 



28 


SteelToeShoes.com 


1 - 866 - 737-7775 









Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



IA00228265 $209.99 

LaCrosse Alloy Toe 16" Rubber Metatarsal Guard • ZXT 
Ozone/Tear Resistant Premium Rubber • Removable PU 
Breathable Footbed • Lightweight Flex-Shield II Puncture 
Resistant Midsole • Fiberglass Shank • Long-Wearing Vibram® 
Lug Outsole • Double Layer Toe Guard • Color - Black 

Sizes: 7-15 (Medium) Whole Sizes Only 



LA00228040 $199.99 


LaCrosse Steel Toe 12" Rubber Metatarsal Guard • ZXT 
Ozone/Tear Resistant Premium Rubber • Nylon Lining 

• Removable EVA Footbed • Puncture Resistant Midsole 

• Fiberglass Shank • Trac-Lite Slip-Resistant Outsole • Double 
Layer Toe Guard • Color - Black 

Sizes: 7 -14 (Medium) Whole Sizes Only 


ASTM 

F2413 




IA00228280 $189.99 


LaCrosse Steel Toe 16" Rubber Metatarsal Guard • ZXT 
Ozone/Tear Resistant Premium Rubber • Nylon Lining 

• Removable EVA Insole • Puncture Resistant Midsole 

• Fiberglass Shank • Trac-Lite Slip-Resistant Outsole • Color- 
Black 


Sizes: 6-16 (Medium) Whole Sizes Only 


ASTM 

F2413 
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METATARSAL GUARD 


C0F-27630-CU1 $164.99 



Cofra Composite Toe 6" Metatarsal Guard • Seam Sealed 
Water Repellent Full Grain Leather Upper • Breathable Moisture 
Absorbing & Releasing Texelle Internal Lining • Removable Soft 
Polyurethane Moisture Absorbing Footbed • Non-Metallic APT 
Puncture-Resistant Plate • PU/Nitrile Rubber Slip, Oil, Chemical, 
Heat, Abrasion & Metal Chip Resistant Outsole • Color - Brown 

Sizes: 4-11,12,13,14 (Wide) 



'AVENGER 


A7338 


$154.99 


Avenger Composite Toe Metatarsal Guard • Full-Grain Crazy 
Horse Leather Upper • Waterproof Membrane Construction 

• 200 Grams Thinsulate™ Insulation • Full Footbed Thermal 
Barrier • Removable PU Insole • Goodyear Welt Construction 

• Oil-Resistant, High-Abrasion, High-Heat Nitrile Rubber 
Outsole • Color - Brown & Black 

Sizes: 7 -12,13,14 (Medium or Wide) 


ASTM COMP 
F2413 TOE 





C0F-27619-CU1 $194.99 

Cofra Composite Toe 8" Metatarsal Guard • Seam Sealed 
Water Repellent Full Grain Leather Upper • Breathable Moisture 
Absorbing & Releasing Texelle Internal Lining • Removable Soft 
Polyurethane Gel Footbed • Non-Metallic APT Puncture- 
Resistant Plate • PU/Nitrile Rubber Slip, Oil, Heat, Abrasion & 
Chemical-Resistant Outsole • Color - Brown 

Sizes: 7.5-11,12,13 (Wide) 



ROCKPORT 

[o] WORKS 



RP6734 $129.99 

Rockport Steel Toe Metatarsal Guard • Crazy Horse Leather 
Upper • Brushed Microfiber Lining • Removable EVA Cushion 
Footbed with Heel Stabilizer Cup • Slip & Oil-Resistant Rubber 
Outsole with Cushion EVA Midsole • Poron® XRD® Internal 
Metatarsal Guard • Color - Brown 

Sizes: 4 -12,13,14 (Medium) 4 -12,13 (Wide) 
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Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



COF-00040-CII3 $169.99 


Cofra Composite Toe Metatarsal Guard • Cold Defender PU 
Upper & Midsole are Resistant to -13° F • Cold Barrier Footbed 
Made of Soft PU, Anatomic, Insulating, Fleece Lined 

• Non-Metallic APT Puncture-Resistant Plate • Nitrile Rubber 
Slip, Oil, Heat, Chemical & Metal Chip Resistant Outsole 

• Resistant to Chemicals, Hydrocarbons & Salt Water * Color - 
Black 


Sizes: 7-11,12,13,14 (Wide) 


ASTM COMP 
F2413 TOE 







COF-00040-CU8 $169.99 

Cofra Composite Toe Metatarsal Guard • Cold Defender PU 
Upper & Midsole are Resistant to -13° F • Cold Barrier Footbed 
Made of Soft PU, Anatomic, Insulating, Fleece Lined 

• Non-Metallic APT Puncture-Resistant Plate • Nitrile Rubber 
Slip, Oil, Heat, Chemical & Metal Chip Resistant Outsole 

• Resistant to Chemicals, Hydrocarbons & Salt Water • Color - 
Green 

Sizes: 7-11,12,13,14 (Wide) 



C0F-00040-CU4 $169.99 

Cofra Composite Toe Metatarsal Guard • Cold Defender PU 
Upper & Midsole are Resistant to -13° F • Cold Barrier Footbed 
Made of Soft PU, Anatomic, Insulating, Fleece Lined 

• Non-Metallic APT Puncture-Resistant Plate • Nitrile Rubber 
Slip, Oil, Heat, Chemical & Metal Chip Resistant Outsole 

• Resistant to Chemicals, Hydrocarbons & Salt Water • Color - 
Orange 

Sizes: 7-11,12,13,14 (Wide) 

sswg 3 


SteelToeShoes.com 


1 - 866 - 737-7775 


31 






MEN'S 


METATARSAL GUARD 



MH12900 $359.99 

Matterhorn Steel Toe 10" Metatarsal Guard • Full-Grain Leather 
Upper with Nomex®/Kevlar® Ripstop • Waterproof/Breathable 
GORE-TEX® Membrane • Cambrelle® Breathable, Moisture 
Wicking Lining • Kevlar® Internal Lining • Removable 
Polyurethane Cushioned Insert • Goodyear Welt Construction 
• Vibram® One Piece Lug Fire Resistant Outsole • Color - Black 

Sizes: 7 -12,13,14 (Medium or Wide) 



CA7582 $199.99 

Carolina Composite Toe 6" Metatarsal Guard • Leather Upper 
• Waterproof SCUBALINER™ • Removable AG7™Polyurethane 
Footbed • Pillow Cushion™ Insole • Cement Constuction • EVA 
Midsole • Non-Metallic Shank • Exclusive Vibram® 4x4 
Outsole • Kevlar® Thread Stitching • Color - Brown/Tan 

Sizes: 4 -12,13,14 (Medium) 7 -12,13,14 (Wide) 

ASTM COMP ,/ ^j^ 



CA517 


$229.99 


Carolina Steel Toe 6" Metatarsal Guard • Pitstop Leather Upper 
• Mesh Lining • Pillow Cushion™ Insole • Radiantex® Insole 
Board • Welt Construction with Kevlar® Welt Stitching • Steel 
Shank • Vibram® Alpha Heat-Resisting Outsole • Winged D30® 
Internal Metatarsal Guard • Color - Briar 


Sizes: 8 -12,13,14 (Medium or Wide) 


A*™ (STEEL) @ 




^AVENGER 


A7313 


$114.99 


Avenger Steel Toe Metatarsal Guard • Full-Grain Leather Upper 
• Removable Dual-Density Insole with Extra Cushioning • EVA 
Midsole • Rubber Slip & Oil-Resistant Outsole • Color - Black 

Sizes: 7 -12,13,14 (Medium or Wide) 


F A 2 s ™(sfEEt)@^ 
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Check Online for Seasonal Sales 


METATARSAL GUARD 


MEN'S 



Timberland 


TM89652 $199.99 

Timberland Pro® Steel Toe 10" Wellington Metatarsal Guard 

• Full Grain Leather, Ever-Guard Leather & Suede Upper • Mesh 
Lining with Agion Antimicrobial Treatment • Dual-Density Open- 
Cell Polyurethane Footbed • Cement Construction • Steel Shank 

• Rubber Lug Slip, Oil & Abrasion-Resistant Non-Marking 
Outsole • Color - Brown 

Sizes: 7 -12,13,14,15 (Medium or Wide) 

F2 S ™3 <5™) ^ ^ ^ @ 



INDUSTRIAL 


MR83701 $199.99 

McRae Composite Toe Metatarsal Guard Hiker • Suede Full- 
Grain Leather Upper • Fiberglass Shank • Phylon Midsole • 
Cement Construction • High Abrasion Rubber Outsole • Sewn In 
Polymer Eyelets and Flooks • Color - Brown & Orange 

Sizes: 6 -12,13,14,15,16,17 (Medium) 

8-12,13,14,15,16,17 (Wide) 

st © @ 



CA3527 $129.99 


Carolina Steel Toe 6" Metatarsal Guard • Crazy Horse Leather 
Upper • Mesh Lining • EVA Footbed • Steel Shank • Cement 
Construction • Rubber Slip-Resistant Outsole • PU Internal 
Metatarsal Guard • Color - Copper 

Sizes: 8 -12,13,14 (Medium or Wide) 


f a £i M 3 (STEEL) 




k m** 


industrial 


DMR14404291M $179.99 

Dr. Martens Steel Toe Metatarsal Guard • Full-Grain Water 
Resistant Leather Upper • Goodyear Welt Construction • Slip, 

Oil & Abrasion-Resistant SBW Air-Cushioned Outsole • Upper & 
Sole are Heat-Sealed & Sewn Together • Padded Ankle Locking 
Support • Color - Gaucho 

Sizes: 7 -14 (Medium) Whole Sizes Only 

F2 S «3 ^ ^ f||l 
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WOMEN'S 


METATARSAL GUARD 



CA1428 $149.99 


Carolina Aluminum Toe 5" Metatarsal Guard • Full Grain 
Leather Upper • Mesh Lining • Pillow Cushion™ Insole 

• Removable EVA Footbed • Cement Construction • EVA 
Midsole • Non-Metallic Shank • Rubber Slip-Resistant Outsole 

• Color - Brown 


Sizes: 6 -10,11 (Medium or Wide) 


as ™ tri 

F2413 




CA4532 $119.99 


Carolina Composite Toe 5.5" Metatarsal Guard • Suede Leather 
Upper • Mesh Lining • Removable EVA Footbed • Cement 
Construction • Non-Metallic Shank • Oil & Slip-Resistant 
Outsole • Color - Grey 


Sizes: 6 -10,11 (Medium or Wide) 


ASTM COMP 
F2413 TOE 




Timberland 


TM89697-F $199.99 

Timberland Pro® Composite Toe Metatarsal Guard • Premium 
Full Grain Leather Upper • Mesh Lining with Agion Antimicrobial 
Treatment • Single-Density Open-Cell PU Footbed • Cement 
Construction • Nylon Shank • EVA Midsole • Oil, Slip & Abrasion- 
Resistant Non-Marking Timberland Pro® Rubber Outsole 
• Outsole is Heat Resistant to 572° F • Color - Brown 

Sizes: 5-13 (Wide or Extra Wide) 

£S ‘ST © 



Reebok 


RB156-NEW $199.99 

Reebok Composite Toe FLEX-MET® Metatarsal Guard 

• Leather Upper • Nylon Mesh Lining • Removable EVA Cushion 
Insert with Sponge Rubber Heel Wedge • EVA Cushion Midsole 

• Slip & Oil-Resistant SureGrip Plus Rubber Bottom • Color - 
Black 

Sizes: 6-12 (Medium or Wide) 
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METATARSAL GUARD 


WOMEN'S 


Check Online for Seasonal Sales 



® 05 $ 

Reebok 


RR167-NEW $129.99 

Reebok Composite Toe Mid-Athletic Flex-Met® Metatarsal 
Guard • Leather Upper • Moisture-Wicking Nylon Meshing Lining 
with Waterproof Bootie • Removable FootFuel™ Injected EVA 
Cushion Footbed • EVA Cushion Midsole • Rubber Outsole 
• Extra Wide Toe • Color - Black 

Sizes: 6 -12 (Medium or Wide) 

SK ST © © @ 



McRae Steel Toe Metatarsal Guard • Suede Full-Grain Leather 
Upper • Nylon Lace Loops with Eyelet Set On a Stainless Steel 
Washer • Fiberglass Shank • Phylon Midsole • High Abrasion, 
Oil-Resistant Rubber Outsole • Poron® XRD® Flexible Internal 
Metatarsal Guard • Color - Black/Grey/Purple 

Sizes: 6 -10,11 (Medium or Wide) 

F24™ ^ ^ 


MR47300 


$194.99 


|McRae| 


[INDUSTRIAL 


ROCKPORT 

8 WORKS 


RP634 


$129.99 



Rockport Steel Toe Metatarsal Guard • Crazy Horse Leather 
Upper • Brushed Microfiber Lining • Removable EVA Cushion 
Footbed with Heel Stabilizer Cup • Cushion EVA Midsole • Slip, 
Oil, Abrasion & Chemical-Resistant Rubber Boat Shoe Outsole 
• Poron® XRD® Internal Metatarsal Guard • Color - Brown 

Sizes: 6-11 (Medium or Wide) 

FM™ <®) 



Reebok 


RR655 $149.99 

Reebok Composite Toe 6" Sport Metatarsal Guard • Leather 
Upper • Moisture-Wicking Nylon Mesh Lining • Removable 
EVA Cushion Insert with Sponge Rubber Heel Wedge • PU 
Cushion Midsole • Slip & Oil-Resistant Outsole with Athlite 
Traction Rubber Bottom and 90 Degree Heel • Color - Black 

Sizes: 6 -12 (Medium or Wide) 

SK ST © ® 
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WOMEN'S 


METATARSAL GUARD 


RB356 


$99.99 



Reebok 


Reebok Steel Toe CUSHGUARD™ Metatarsal Guard • Leather 
Upper • Moisture-Wicking Nylon Mesh Lining • MemoryTech 
Memory Foam Removable Footbed • R52 Rebounding EVA 
Midsole • Oil, Abrasion, Chemical & Slip-Resistant Rubber 
Outsole • Color - Black 


Sizes: 7 -12 (Medium or Wide) 


ASTM 

F2413 




804-4320-F $134.99 

Thorogood Composite Toe Metatarsal Guard • Full Grain Oiled 
Leather Upper • Moisture-Wicking Comfort Weave Lining 

• Full-Length Removable PU Footbed • Cement Construction 

• Engineered Composite Shank • A.S.R. Super Slip-Resistant 
Rubber Outsole • Color - Brown 

Size: 6-12 (Wide) 

,*f™ ‘,T 0 ® ® ^ 


FLORSHE1M 


FE244 


$144.99 



Florsheim Composite Toe Flex-Met® Metatarsal Guard 
• Leather Upper • Moisture-Wicking Nylon Mesh & Cambrelle 
Lining • Removable Foot Force® PU Cushion Insert • Super 
Soft PU Midsole • Slip & Oil-Resistant Direct Inject Outsole with 
Rubber Bottom • Color - Dark Brown 

Sizes: 6 -12 (Medium or 3E Extra Wide) 

££ S°oT © % 



RB460 


$114.99 



Reebok Alloy Toe Sublite CUSHGUARD™ Metatarsal Guard 

• Leather Upper • Moisture Wicking Nylon Mesh Lining 

• MemoryTech Massage Removable Cushion Footbed 

• Sublite EVA Cushion Midsole • Slip & Oil-Resistant Outsole 
with Rubber Heel & Forefoot Pads • Color - Black 

Sizes: 6 -12 (Medium or Wide) 

F2«3 ^ ^ ^ 0 
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Check Online for Seasonal Sales 


METATARSAL GUARD 


WOMEN'S 



RP465 $149.99 

Rockport Composite Toe 6" Metatarsal Guard • Leather Upper 
• Moisture Wicking Nylon Mesh Lining • Removable EVA 
Cushion Insert with Shock Absorbing Heel • Slip-Resistant 
Dual-Density Outsole with Direct-Attached PU Midsole & 

Rubber Traction Bottom • Color - Black 

Sizes: 6 -12 (Medium or Wide) 



Reebok 


RB143 $124.99 

Reebok Alloy Toe Sublite CUSHGUARD™ Metatarsal Guard 

• Leather Upper • Moisture Wicking Nylon Mesh Lining 

• MemoryTech Massage Removable Cushion Footbed 

• Sublite EVA Cushion Midsole • Slip-Resistant Rubber Heel 
& Forefoot Pads • Color - Black 

Sizes: 6-12 (Medium or Wide) 

F2« M 3 ^ @ 



CAT-P91116 $129.99 


Caterpillar Steel Toe Metatarsal Guard • Leather Upper 
• Waterproof Membrane • EVA Footbed • Nylon Mesh Footbed 
Lining • Nylon Shank • Cement Construction • Color - Brown 

Sizes: 5 -10,11 (Medium) 5-10 (Wide) 


f a 2 ™ 3 dz«D © 





A7452 


$134.99 


Avenger Composite Toe Metatarsal Guard • Full-Grain Leather 
Upper • Waterproof Membran Construction • Removable 
Rebound Foam Insole • Lenzi® Puncture-Resistant Plate 

• Direct Attach Construction • Slip & Oil-Resistant PU Outsole 

• Color - Brown 


Sizes: 6 -10,11 (Medium or Wide) 


ASTM COMP 
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ACCESSORIES 


MORE ITEMS ONLINE 

No returns or exchanges on accessories 



889-8000 $16.99 

Thorogood Dual-Density PU "Shock Zone" Removable Insert 

• Reduces Fatigue Due to Long Hours of Standing or Walking 

• Soft Comfort Weave Lining • Removable & Washable 

• Contoured Heel Cup Gives Superior Fit & Support • Sizes: 

XS - XXL (Men's & Women's Size Chart Available Online) 



ENERGEL-WORK U $19.95 

U. S. A 

One Pair Of ENER-GEL Work Comfort Insoles • Hi-Rebound 
Energy Return Bio-Renu Foam™ & Shock Absorbing Gel 
• Contoured Heel Cup for Added Support • Vibe-Design 
Comfort Gel In High Impact Areas • Ideal For Walking or 
Standing On Hard Surfaces • Sizes: Small or Large (Men's & 
Women's Size Chart Available Online) 


ACC-ImpactO-MEM is $26.95 

U. S. A 

Memory Foam Anti-Fatigue Insert • Designed to Provide 
Outstanding Comfort, Impact Absorption & Support • Helps 
Reduce Fatigue When Standing on Hard Surfaces for Long 
Periods • Molded Style Insole Offers Exceptional Heel & Arch 
Support • Color - Orange/Black • Sizes: XS - 2XL (Men's & 
Women's Size Chart Available Online) 



1917334 $14.95 

KEEN Utility K-10 Utility Insert • Anatomic Shape to Provide 
Comfortable Support for the Entire Foot • Dual-Density Heel 
Support Provides Cushioning & Optimum Feel • Antimicrobial 
Cleansport NXT™ • Quick-Dry Performance Technology 
• Color: Yellow/Black • Sizes: Small, Medium, Large or XLarge 
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MORE ITEMS ONLINE 

No returns or exchanges on accessories 


ACCESSORIES 



CJ5739 $19.95 

Reebok Cushion Performance Insole • Memory Tech Massaging 
Silicone Pods for Maximum Shock Absorption • Soft Support 
Chassis Cushions & Stabilizes the Foot • Raised Medial 
Anatomical Arch Provides Support • Soft PU Top Layers for the 
Ultimate in Comfort • Color - Grey • Sizes: Small, Medium, 

Large & XL (Men's & Women's Size Chart Available Online) 



TM91621 $29.95 

Timberland Pro® Anti-Fatigue Insert/Insole • Anti-Fatigue 
Technology Utilizes Unique Inverted Cone Design for 
Lightweight, Resiliant Support, Shock Absorption & Energy 
Return • Ortholite Top Layer Provides Premium Comfort & 
Moisture Management • Anatomically-Contoured Footbed 
Cradles the Foot • Dynamic Arch Design Adapts to All Foot 
Shapes • Outlast Top Cover Provides Temperature Regulation 
& Antimicrobial Odor Control • Color - Orange/Black • Sizes: 

XS, S, M, L, XL, XXL (Men's & Women's Size Chart Available 
Online) 



GB3003 ■ $19.95 

U. S. A 

4-Pair Pack of Georgia Boot Heavyweight Cushioned Socks 

• Ravel Free Welt Top • 78% Cotton, 20% Nylon, 2% Spandex 

• Color - White • Sizes: Medium, Large & X-Large (Size Chart 
Available Online) 



S1376 m $21.95 

U. S. A 

2-Pair Pack of Wigwam Powerhouse Lightweight Socks 

• Patented Ultimax® Moisture Control • Odor Controlling 
Anti-Microbial Treatment • Cushioned Heel & Toe • Breathable 
Instep • Y-Gore Enhanced Fit • Elastic Arch Band • Achilles 
Wear Pad • 47% Stretch Nylon, 23% Merino Wool, 23% Acrylic, 
4% Spandex, 2% Polyester, 1% Tencel® • Color - Charcoal 

• Sizes: Medium, Large, Extra Large (Size Chart Available 
Online) 
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ACCESSORIES 


MORE ITEMS ONLINE 

No returns or exchanges on accessories 



888-1006 M $19.95 

U. S. A. 

3-Pair Pack of Thorogood Coolmax Crew Socks • Premium 
Quality Yarns Provide 4-Way Cross-Stretch • "Buried" Toe Seam 
for Seamless Feel • AEGIS Microbe Shield for Antibacterial 
Protection • Elasticized Arch Support & Anatomical Shape 

• Comfort Collar for Non-Binding Top • 71 % Cotton, 14% Nylon, 
10% CoolMax, 5% Polyester • Color - White/Navy Stripes 

• Sizes: Small, Medium, Large, Extra Large 




888-1908 M $19.95 

U. S. A 

3-Pair Pack of Thorogood Coolmax Crew Socks • Premium 
Quality Yarns Provide 4-Way Cross-Stretch • "Buried" Toe Seam 
for Seamless Feel • AEGIS Microbe Shield for Antibacterial 
Protection • Elasticized Arch Support & Anatomical Shape 
• Comfort Collar for Non-Binding Top • 76% Cotton, 14% Nylon, 
10% CoolMax • Color - Black & Grey • Sizes: Small, Medium, 
Large, Extra Large 


888-1909 M $19.95 

U. S. A 

3-Pair Pack of Thorogood Coolmax Crew Socks • Premium 
Quality Yarns Provide 4-Way Cross-Stretch • "Buried" Toe Seam 
for Seamless Feel • AEGIS Microbe Shield for Antibacterial 
Protection • Elasticized Arch Support & Anatomical Shape 
• Comfort Collar for Non-Binding Top • 71 % Cotton, 14% Nylon, 
10% CoolMax, 5% Polyester • Color - Navy & Grey • Sizes: 

Small, Medium, Large, Extra Large 



W91970079 M $23.95 

U. S. A 

Designed for “Steel Toe” Footwear Usage 

6-Pair Pack Wolverine Socks • Half Cushion Comfort 

• Embedded Arch Support Fights Against Foot Fatigue 

• Smooth Toe Seam Provides All Day Comfort • 75% Cotton, 
23% Nylon, 2% Spandex • Color - Black or White • Sizes: Large, 
Extra Large 
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MORE ITEMS ONLINE 

No returns or exchanges on accessories 


ACCESSORIES 


*Darn Tough - Unconditional lifetime Guarantee 

If you can Wear These Socks Out, DARN TOUGH Will Replace Them. 

Free Of Charge. No Questions Asked. For Life. 

Return To: Darn Tough Vermont, 364 Whetstone Drive / P.0. Box 307, Northfield, VT 05663 



MADE IN 

1403 earn Tough ■ $24.95 

U. S. A 

1-Pair of Cushioned Boot Socks • High Density Cushion On 
Foot Bottom • Reinforced Heel &Toe • Ring Toe Construction 
for a Comfortable Invisible Seam • Ribbing Above the Ankle 
Insures a Proper Fit • Elastic Support Around the Arch 
• 67% Merino Wool, 29% Nylon, 4% Lycra® Spandex • Colors - 
Black, Charcoal or Oatmeal • Sizes: Medium, Large, Extra Large 



2001 Darn Tough H $24.95 

U. S. A. 

1-Pair John Henry Boot Cushioned Socks • True Seamless 
Construction • Performance Fit - No Slipping or Bunching 

• Merino Wool for Moisture Wicking, Antimicrobial, Breathable, 
Itch-Free Comfort • Stays Cool in the Summer & Warm in the 
Winter • 64% Merino Wool, 33% Nylon, 3% Lycra® Spandex 

• Color - Gravel • Sizes: Medium, Large, Extra Large 



MADE IN 

2007 Darn Tough ■ $21.95 

U. S. A. 

1-Pair Steely Micro Crew Cushioned Socks • True Seamless 
Construction • Performance Fit - No Slipping or Bunching • Fast 
Action Wicking Pulls Moisture Away From Skin • Naturally 
Antimicrobial • Cool in the Summer & Warm in the Winter 
• 55% Merino Wool, 42% Nylon, 3% Lycra® Spandex • Color - 
Black/Orange • Sizes: Medium, Large, Extra Large 



MADE IN 

1723 Darn Tough m $21.95 

U. S. A 

1-Pair % Light Cushioned Socks • True Seamless 
Construction For a Smooth Fit to Reduce Blisters & Hot Spots 

• No Slipping or Bunching • Merino Wool is Fast Drying, 
Breathable, Naturally Antimicrobial & Itch Free • 51% Merino 
Wool, 45% Nylon, 4% Lycra® Spandex • Color - Black 

• Sizes: Small, Medium, Large, Extra Large 
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ACCESSORIES 


MORE ITEMS ONLINE 

No returns or exchanges on accessories 



MADE IN _ 

SK2018 ■ $23.95 

U. S. A 

3-Pair Pack Ultimate Tehnology Socks • Moisture-Wicking 
Acrylic Performance Micro Fiber • Extra-Wide, Non-Restrictive 
Top Stretches Without Binding or Slipping Down • Flat, Soft 
Special Toe Closure Helps Prevent Pressure Sores & Irritation 
• Colors - Black, White, Khaki • Sizes: Medium, Large, 

Extra Large 




W91102670 ■ $18.95 

4-Pair Pack Wolverine Cotton Crew Socks • Cotton Full 
Cushion Comfort • Smooth Toe Seams for All Day Comfort 
• Ribbed Stay-Up Top for Secure, Comforable Fit • 79% Cotton, 
21 % Nylon • Colors - Black, Grey or White • Sizes: Medium or 
Large 


MADE IN 

W97927270 ■ $19.95 

U. S. A. 

2-Pair Pack Women's Wolverine Wool Socks • Naturally 
Moisture Wicking Comfort • Thermally Insulated Wool Blend 

• Naturally Odor Resistant • Embedded Arch Support Fights 
Against Foot Fatigue • Reinforced Heel &Toe • Ribbed Stay-Up 
Top • Smooth Toe Seams • 60% Acrylic, 20% Merino Wool, 

17% Nylon, 3% Spandex • Colors - Grey/Purple or Grey/Pink 

• Size: Medium 


STS KEVLAR® LACES 



One Pair of STS Kevlar® Boot Laces • Flame Resistant 100% 
Spun Kevlar® • Paraffin Wax Coated • Abrasion Resistant to 
50,000 Rubs With No Significant Wear • 54" Fits Most 6" 
Boots • 72" Fits Most 8" Boots • For Best Results, Please 
Measure Your Existing Laces Before Ordering • Color - Black 
or Brown 

GWP597 (54" Black) $9.95 

GWP598 (72" Black) $9.95 

GWP5G9 (54" Brown) $9.95 

GWP51G (72" Brown) $9.95 
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MORE ITEMS ONLINE 

No returns or exchanges on accessories 


ACCESSORIES 



KG’s Boot Guard 



Superior Protection From Toe Wear, Water Seepage Along 
Welt, and Seam Erosion • Can Be Applied to New or Used 
Boots • Bonds to Leather, Rubber, Cordura, Vinyl, and Even 
Exposed Steel • Applicator Can Be Cleaned with Mineral Spirits 
for Reuse • Each 2 oz. Jar Typically Contains Enough Coverage 
for One Pair of Boots • Each 4.5 oz. Jar Typically Contains 
Enough Coverage for About Three Pairs of Boots • Color - 
Brown or Black 


KGS-20Z12 oz.) $17.95 

KGS-450Z 14.5 OZ.) $19.95 



Toes-2-Go 


$39.95 


Impacto Toes-2-Go Adjustable Strap Steel Toe Overshoe 
• Meets ASTM F2412-11 and ASTM F2413-11 • Adjustable Heel 
Strap • Made of Flexible, Pliable PVC • Treads Under Sole to 
Prevent Slipping • Perfect for Visitors, Casual or Temporary 
Workers • Can Be Worn Comfortably Over Low-Heel, Dress & 
Running Shoes As Well As Most Boots • Will Not Harden or 
Crack • Color - Black + Toe Color 

Sizes: Small - Large (Size Chart Available Online) 

R2413 <®> 



TurboToe $34.95 

Impacto TurboToe Steel Toe Overshoe • Meets ASTM 
F2412-11 and ASTM F2413-11 • Made of Flexible, Pliable PVC 

• Treads Under Sole to Prevent Slipping • Perfect for Visitors, 
Casual or Temporary Workers • Will Not Harden or Crack 

• Color - Black + Toe Color 

Sizes: XXSmall - XXXLarge (Size Chart Available Online) 

F2413 (S* © ^ 
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ACCESSORIES 


MORE ITEMS ONLINE 

No returns or exchanges on accessories 




Z-KGS-Xtreme-leather-Guard $15.95 

Superior Protection From Water, Scuffing, Water Staining, 
Spotting & Salt • Perfect for Renewing Dried Out, Faded 
Leather • Natural Oils are Suspended in Beeswax & Propolis to 
Provide Long Term Protection • Safe for Use On All Types of 
Leather • To Use, Apply to Leather with Hands Using Body Heat 
to Melt & Work into Leather • Size: 4 oz. Jar 








MADE IN 

AtSkO-1331 m $15.95 

U. S. A. 

SNO-SEAL Wax with Applicator • Original Beeswax Waterproof 
Protects Leather From Rain, Sun, Snow and Salt • Also Works 
Great for Waxed Cotton • Beeswax Formula Dries to a Solid 
Wax that "Stays Put" on The Surface of the Leather • Keeps the 
Whole Boot Dry & Warm • Size: 3.5 oz. Jar 


MADE IN 

AtSkO-13366 m $15.95 

U. S. A 

Shoe & Boot Fast Drying Non-Staining Water Repellent • Light 
But Effective Silicone Formula • Dries Quickly to Eliminate 
Staining • Invisible Protection for Suede & Fabric Shoes, Boots, 
Ties, Jackets & Purses • Multiple Treatments Can Build High 
Repellency • Size: 8 fl. oz. 


MADE IN _ 

AtSkO-1336 m $14.95 

U. S. A 

Fleavy Duty Water Repellent • Only One Treatment Needed 

• For All Fabrics, Suede & Brushed Leather • Safe to Use on 
Gore-Tex® Lined Outerwear and Footwear • Allows Materials 
to Breathe • Excellent Performance with Minimal Discoloration 

• Resists Salt Stains • Odor-Free When Cured • Contains 
Cross-Linking Polymers & is the Highest Quality Water- 
Repellent Available • Size: 12 fl. oz. (10.5 oz.) 
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MORE ITEMS ONLINE 

No returns or exchanges on accessories 


ACCESSORIES 



Impacto-Metguard $29.95 

Impacto Metatarsal Guard Attachment 1-Pair Pack • Designed 
to Compliment Safety Toe Cap Footwear • Made of Extremely 
Durable Polycarbonate Material • Secured with Existing Laces 

• Non-Conductive for Heat & Electricity • ASTM F2413/F2412 

• Color - Black • One Size 





NS289999 $24.95 

Impacto Back Tracker Anti-Impact Gloves • Back of Hand 
Protection • Heavy Duty TPR on Back of Fingers, Thumbs & 

Back of Hand Protects Against Bruises & Bumps • Anti-Slip 
Nitrile Dipped Palm Offers Excellent Gripping • High-Visibility 
Elastic Nylon Laminated Fabric • Adjustable Hook & Loop 
Closure • Color - Neon Green/Black • Sizes: Medium, Large, XL 

WGC99LRIGG $39.95 

Impacto DRYRIGGER Cool-Rigg Oil & Water Resistant Gloves 

• Breathable Backing Material Resists Moisture, But Allows Air 
Flow • Ultra Suede Fabric in Palm Repels Oil & Gas • Under 
Layer of PVC Nitrile for Oil Barrier • Silicone Dots on Palm & 
Fingertips for Grip • Heavy Duty TPR on Knuckles & Back of 
Fingers, Thumbs & Hand Protects Against Bruises & Bumps 

• Patches in Thumb Web Area Made with 100% Kevlar • High 
Visibility Laminated Fabric • Color - Blue/Yellow/Black • Sizes: 
Medium, Large, XL 


WGRIGG $39.95 

Impacto DRYRIGGER Oil & Water Resistant Gloves • Ultra Suede 
Fabric in Palm Repels Oil & Gas • Under Layer of PVC Nitrile for 
Oil Barrier • Silicone Dots on Palm and Fingertips for Grip 

• Heavy Duty TPR on Knuckles & Back of Fingers, Thumbs & 
Hand Protects Against Bruises & Bumps • Patches in Thumb 
Web Area Made with 100% Kevlar • Color - Yellow/Black/Grey 

• Sizes: Medium, Large, XL 


WGWINRIGG $44.95 

Impacto DRYRIGGER Sub-Zero Oil & Water Resistant Gloves 

• Ultra Suede Fabric in Palm Repels Oil & Gas • Under Layer of 
PVC Nitrile for Oil Barrier • Insulated Lining • Silicone Dots on 
Palm and Fingertips for Grip • Heavy Duty TPR on Knuckles & 
Back of Fingers, Thumbs & Hand Protects Against Bruises & 
Bumps • Patches in Webbing Area Made with 100% Kevlar 

• Color-Yellow/Black/Grey • Sizes: Medium, Large, XL 
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ACCESSORIES 


MORE ITEMS ONLINE 

No returns or exchanges on accessories 



All Edge Safety Glasses are Tested and Certified by an 
Independent Lab for ANSI Z87.1-2010 Standards. U.S. 
Military Eyewear Ballistic MCEPS GL-PD 10-12 Safety 
Standards. ANSI Z87.1+2010 (High Impact) and CSA Z94.3- 
07 Compliant. 



SWAP119 $24.95 

Edge Dakura Safety Glasses • Non-Polarized Aqua Precision 
Red Mirror Lenses • Aqua Precision Uses a Technology 
Developed By NASA for Clarity • Soft TPR Temple Tips • Blocks 
99.9% of UVA/UVB/UVC Rays • 13% of Light Passes Through 
This Lens • Color - Black with Red Mirror Lens 



SW112CF $19.95 

Edge Dakura Safety Glasses • Non-Polarized Yellow Lens 
• Nylon Frame • Patent Protected Frame Design • Soft TPR 
Temple Tips • Blocks 99.9% of UVA/UVB/UVC Rays • 80% of 
Light Passes Through This Lens • Color - Camouflage with 
Yellow Lens 



SK111VS-AFT $29.95 

Edge Kazbek Asian-Fit Anti-Fog Vapor Shield Safety Glasses 
• Vapor Shield Clear Lenses • Nylon Frame • Soft TPR Temple 
Tips • Adjustable TPR Nose Pads • Tested with No Fogging at 
-44° F for 15 Minutes, Transition from -44° F to 76° F, & 125° F 
with 80% Humidity • Blocks 99.9% of UVA/UVB/UVC Rays • 85% 
of Light Passes Through This Lens • Color - Black with Clear 
Lens 



TSM216 $34.95 

Edge Dakura Safety Glasses • Polarized Smoke Lens 
Eliminates Glare & Reflection • Rubberized Matte Nylon Frame 

• Patent Protected Frame Design • Soft TPR Temple Tips 

• Blocks 99.9% of UVA/UVB/UVC Rays • 14% of Light Passes 
Through This Lens • Color - Black with Smoke Lens 



XF111-I $19.95 

Edge Ossa "Fit Over Rx" Non-Polarized Safety Glasses 

• Polycarbonate Matte Frame • Design Patent 29-353-139 

• Blocks 99.9% of UVA/UVB/UVC Rays • 85% of Light Passes 
Through This Lens • Color - Black with Clear Lens 
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MORE ITEMS ONLINE 

No returns or exchanges on accessories 


ACCESSORIES 



MAX135 $16.49 

MAX Apparel High Visibility Straight Beanie Hat • Added 
Layer of Warmth with 3M Flex Thinsulate™ Lining • Reflective 
Stripe Around the Base • Color - Safety Green or Black 
• Size: One Size 




MAX139 $16.49 

MAX Apparel High Visibility Cuffed Beanie Hat • Added Layer of 
Warmth with 3M Flex Thinsulate™ Lining • Reflective Stripe 
Around the Base • Color - Safety Green or Black • Size: One Size 



MORE ITEMS ONLINE 


HI-VIZ CLOTHING 




MAX499 $36.49 

MAX Apparel High Visibility Deluxe Surveyors Vest • Durable 
Twill Fabric Front • Mesh Back for Breathability • Reflective 
Tape Sewn on for Durability • Left & Right Chest Mic Tabs 
• Reinforced Right Chest Pocket • Dual Layer Left Chest Pocket 
with Pen & Tool Slots • Two Large Lower Pockets with 
Grommets for Easy Access • Left & Right Spray Can or Water 
Bottle Pockets • Large Pass Through Back Pocket with Zipper 
for Clipboards/Tablet • Inside Chest Cell Phone Pocket • Two 
Lower Inside Tablet Size Pockets with Securing Straps • Meets 
ANSI/ISEA 107-2015 Class 2 Standards • Color - Safety Green 
with Black Bottom • Sizes: Small - 6XL 


APPAREL 

MAX436 $19.49 

MAX Apparel High Visibility Deluxe 8 Pocket Vest • Breathable 
100% Polyester Mesh Fabric • 2" Reflective Stripes on Front & 
Back • Two Outer Chest Pockets with Velcro Tabs • Two Lower 
Front Pockets with Velcro Tab Flaps • Two Small Inside Chest 
Pockets • Two Larger Inside Lower Pockets • Sturdy Zip-Front 
Closure • Meets ANSI/ISEA 107-2015 Class 2 Standards 
• Color - Safety Green • Sizes: Small - 6XL 

M\X 

APPAREL 
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Hl-V/Z CLOTHING 


MORE ITEMS ONLINE - 



MAX437 $19.49 

MAX Apparel High Visibility Deluxe 8 Pocket Vest • Breathable 
100% Polyester Mesh Fabric • 2" Reflective Stripes on Front & 
Back • Two Outer Chest Pockets with Velcro Tabs • Two Lower 
Front Pockets with Velcro Tab Flaps • Two Small Inside Chest 
Pockets • Two Larger Inside Lower Pockets • Sturdy Zip-Front 
Closure • Meets ANSI/ISEA 107-2015 Class 2 Standards 
• Color - Safety Orange • Sizes: Small - 6XL 

M\X 

APPAREL 


MAX495 $21.99 

MAX Apparel High Visibility Short Sleeve T-Shirt • Breathable, 
Moisture-Wicking 3.83 oz. 100% Polyester Birdseye Fabric 

• Comfort-Stretch Reflective Taping • Split Taping Along Side 
Seams for More Flexibility • Resists Fading and Shrinkage 

• Chest Pocket with No Taping • Meets ANSI/ISEA 107-2015 
Class 2 Standards • Color - Safety Green with Black Bottom 
Front • Sizes: Small - 6XL, Large Tall - 6XL Tall 


APPAREL 


MAX499 $16.49 

MAX Apparel High Visibility Short Sleeve T-Shirt • Soft, 
Breathable, Moisture-Wicking 3.54 oz. 100% Polyester Birdseye 
Fabric • Resists Fading and Shrinkage • Reinforced Shoulder 
Seams • Color - Safety Green • Sizes: Small - 6XL, Large Tall - 
6XL Tall 


APPAREL 


MAX695 $64.99 

MAX Apparel High Visibility Bomber Jacket with Removable 
Fleece Liner • Waterproof Coated Polyester Fabric • Warm 
Zip-Out Fleece Liner • Fully Taped Seams • Concealed 
Detachable Hood • 2" Reflective Stripes on Front & Back 
• Reflective Taping is Sewn On For Lasting Durability • Inner 
Chest Pockets • Outer Cell Phone Pocket • Lower Outer Zip 
Pockets • Meets ANSI/ISEA 107-2015 Class 2 & Class 3 
Standards • Color - Safety Green/Black • Sizes: Small - 6XL, 
Large Tall-6XL Tall 

M\X 

APPAREL 
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Meets or Exceeds ASTM F2413 aSTM 
1/75 c/75 impact x Compression 


Ratings. [Formerly ANSI) 


F2413 
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steel safety Toe Cap (STEEL 


Composite safety Toe Cap 


Aluminum/Alloy safety Toe Cap 


Metatarsal Guard 


water Resistant 


insulated 


Slip-Resistant 








faTlH Electrical Hazard Rated 
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MADE IN 


U. S. A. 


B! 

M 


static Dissipative Rated 


Conductive Rated 


100% Non-Metallic 


Puncture Resistant 


Made in the U S A. with 
Domestic and/or Globally 
sourced Components 

“Built in the u.s.A ”: 
Assembled in the U S A. with 
Globally sourced Components 

Made in Canada 


coupon code Exclusions 

[see reverse side for coupon cooes) 

Avenger, Carolina, CAT, Chippewa, Dan Post, Danner, Dewalt, 

Double H, Dr. Martens, Durango, Georgia Doot, Justin Work, 

Keen Utility, Lacrosse, Laredo, Max Apparel, McRae, Michelln, 

Nautilus, Rocky, inorogood, Tlmberland Pro, Wigwam, Wolverine 

If the item brand you wish to purchase is excluded 
from the coupon, please call 1-866-737-7775 for best price. 

can Not Be combined with Any other Discounts or Promotions 



BIG CATALOG 
























